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O  produce  lighting  equipment  planned  with  skill  and  artistry,  and  engi¬ 
neered  with  integrity  and  fine  craftsmanship  is  the  ideal  of  service  on  which 
the  entire  Radiant  organization  has  been  built. 


A  complete  manufacturing  service  co-ordinates  every  step  from  design  to 
shipment  of  the  finished  product.  Incessant  research  brings  forth  new  and 
unusual  adaptations  of  reliable  motifs.  And  new  forms  are  inspired  by  present 
day  needs. 

Authenticity  of  design  and  purity  of  line  are  stressed  in  fixtures  intended  to 
complement  particular  architectural  and  decorative  periods.  Others  are  ren¬ 
dered  in  versatile  forms  which  will  blend  into  and  add  distinction  to  a  variety 
of  surroundings. 

In  every  fixture  marketed,  Radiant  sincerely  endeavors  to  provide  not  a  knick 
knack,  but  a  product  embodying  good  taste,  fine  materials  ar>d  lasting,  bril¬ 
liant  finish  —  a  product  which  will  prove  an  integral  part  of  your  "home!" 


—  CATALOGUE  No.  42  — 


HONEY 


No.  2338—1  Light  60  W.  Lamp  wired  switch. 
Length  14",  Width  9".  Honey  Rainbow  Pocket  and 
Feathers  Cast  Brass  and  Crystal  Gallery. 

Finish — Gold. 

No.  2335 — 3  Light  40  W  Lamps  Keyless.  Length 
8%",  Width  15 Zi' .  Sparkling  Rosettes  set  into 
Metal  Band  at  top  of  14  inch  Honey  Rainbow  Glass 
Dish.  Finish — Gold. 


No.  2337 — 4  Light  40  W  Lamps.  Keyless.  Length 
28",  Width  17/2".  Honey  Rainbow  Dish  and 
Feathers  combined  with  lovely  Crystal.  Dish  16 

inches  Finish— Gold. 


No.  2336 — 3  Light  40  W  Lamps.  Keyless.  Length 
8'/4",  Width  13".  Rosette  studded  Brass  Cast  Band 
at  top  of  12  inch  Honey  Rainbow  Glass  Dish. 

Finish — Gold. 

No.  2340 — 3  Light  40  W.  Lamps.  Wired  Keyless. 
Length  9'/2",  Width  1 3 12  inch  Frosted  Dish 
with  Clear  Hand  Cutting.  Cast  Brass  and  Crystal 
Gallery.  Finish — Colonial  Brass. 
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RAINBOW 


lit 'A 


No.  2333 — 1  Lt.  Wired  Keyless  40  W.  Lamp, 
Length  12",  Width  814".  Honey  Rainbow  Glass 
Globe  Finishes — Colonial  Brass  or  Pewter 

and  Gold  or  Gold. 


No.  2344 — 3  Light  40  W.  Lamps  Wired  Keyless. 
Length  814",  Width  1414".  Metal  Band  at  Top 


No.  2345 — 3  Lt.  Wired  Keyless  40  W.  Lamps 
Length  81/2",  Width  1 2 1/4".  Metal  Band  at  Top  of 
12"  Honey  Rainbow  Glass  Dish. 

Finish — Colonial  Brass  or  Ivory  and  Gold  or  Gold 


No.  2342 — 4  Lt.  Wired  Keyless  40  W.  Lamps, 
Length  1 1",  Width  1614".  Metal  Band  at  Top  of 
16"  Honey  Rainbow  Glass  Dish  with  Crystal  Bot¬ 
tom  Knob.  Finishes — Colonial  Brass  or  Pewter 

and  Gold  or  Gold. 


14"  Honey  Rainbow  Dish.  Crystal  Bottom  Knob. 

Finishes — Gold  or  Pewter  and 
Gold  or  Colonial  Brass. 


No.  2334 — 4  Light  40  W  Lamps.  Keyless  Length 
14",  Width  1714".  Sparkling  Rosettes  set  into 
Cast  Band  at  Top  of  16  inch  Honey  Rainbow  Glass 

Dish.  Finish — Gold. 


SYMPHONY 


No.  2341 — 4  Lt.  Wired  Keyless  40  W.  Lamps. 
Length  36",  Width  1 6 Crystal  Body  and  Bot¬ 
tom  knob  with  Metal  Band  at  Top  of  16"  Honey 
Rainbow  Glass  Dish. 

Finishes — Colonial  Brass  or  Pewter  and  Gold 

or  Gold. 

No.  2346 — 1  Lt  Wired  Switch  25  W.  T. — 10  Lamp, 
Backplate  5'/2"  x  5!4".  Extension  5V4".  Honey 
Rainbow  Glass  Shade 

Finishes — Coloniol  Brass  or  Gold  or  Pewter. 


No.  2372 — 1  Lt.  Wired  Keyless  75  W.  Lamp. 
Length  8",  Width  12".  Honey  Rainbow  Glass  Dish. 

Finishes — Ivory  and  Gold  or  Pewter  and  Gold. 


No.  2376 — 3  Lt.  Wired  Keyless  40  W.  Lamps, 
Length  4 Width  1 3  Vi".  Honey  Rainbow  Glass 
Dish. 

Finishes — Colonial  Brass  or  Gold. 


No.  2378—2  Lt.  Wired  Keyless  40  W.  Lamps, 
Length,  4",  Width  10".  Honey  Rainbow  Glass  Dish. 

Finishes — Colonial  Brass  or  Gold. 


METAL  CRAFT 


No.  232 — 1.  Light  100  W.  Lamp.  Wired  Pin  Switch. 
Length  14",  Width  10 !4".  Indirect  Bracket. 

Finish — Bronze  and  Gold  or  Pewter  and  Gold. 


No.  233 — 1  Light  75  W.  Lamp.  Pin  Switch.  Length 
10",  Width  6".  All  Metal  Construction. 

Finish — Bronze  and  Gold  or  Pewter  and  Gold. 

No.  2020 — 4  Light  75  W.  Lamps.  Keyless.  Length 
30",  Width  MVi".  Hand  Cut  and  finely  Polished 
Glass  Trim.  Metal  Bowl.  Plastic  Prisms  at  Bottom. 

Finish — Pewter  and  Gold. 


No.  2029 — 1  Light  75  W  Lamp  Pin  Switch.  Length 
16",  Width  9".  Hand  Cut  and  Polished  Glass 
Leaves.  Metal  Bowl.  Cast  Gallery  Rosette  Studded. 

Finish — Pewter  and  Gold. 


RICHMOND 
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No.  2283 — 3  Light  40  W.  Lamps.  Keyless  Length 
71/2",  Width  15'C  Frosted  12"  Dish  with  Clear 
Hand  Cutting.  Finish — Colonial  Brass. 


No.  2315 — 5  Light  15  W.  Lamps.  Keyless.  Length 
42",  Width  19"  Crystal  Chimneys,  Bobeches,  and 
Body  Hand  Cut. 

Finishes — Silver  or  Colonial  Brass. 


No.  2316 — 1  Light  15  W.  Lamp.  Switch  Back 
Piate  diameter  5V2 Extension  6'/2".  Crystal 
Bobeche  and  Chimney.  Hand  Cut. 

Finishes — Silver  or  Colonial  Brass. 


GAVOTTE 


No.  2309 — 5  Light  15  W.  Lamps.  Keyless  Length 
42",  Width  18'/2"  Crystal  and  Metal  Tastefully 
combined.  Gear  Chimneys  beautifully  Hand  Cut. 

Finish — Colonial  Brass. 


No.  2310 — 1  Light  15  W.  Lamp  Switch  Control 
Extension  6V2" ,  Width  5 Vi" .  Matches  No.  2309 
Fixture.  Finish — Colonial  Brass. 

No.  2319 — 1  Light  40  W.  Lamp.  Switch  Control. 
Backplate  5/2"  diameter.  Extension  6V2".  Frosted 
Chimney  with  Clear  Cutting. 


No.  2320 — 5  Light  40  W.  Lamps  Keyless  Length 
42",  Width  20".  Lovely  free  lines,  swirled  Crystal 
Trim,  Cut  and  Frosted  Chimneys,  combine  in  a 
Fixture  of  enduring  charm 

Finish — Colonial  Brass. 


Finish — Chrome  or  Colonial  Brass. 


No.  2362 — 3  Light  25  W.  Lamps.  Keyless  Length 
36",  Width  14>/2 ",  All  Crystal. 

No.  2362'/2 — Same  as  No.  2362  except  furnished 
with  Hurricane  Chimneys  as  shown  on  Fixture  No. 
2360 Vi.  . 

Fine  Polished  Crystal. 

Finish  on  Metal  Parts — Chrome. 


No.  2374 — 2  Light  25  W.  Lamps  Wired  Switch. 
Backplate  4!£"  diameter.  Width  12",  Length  10". 
All  Crystal. 

No.  2374V2 — 2  Light  25  W.  Lamps  Wired  Switch. 
Backplate  4 14"  diameter.  Length  10",  Width  12". 
Hand  Cut  Clear  Chimneys.  All  Crystal. 


No.  2360 — Same  as  No  23601/2  except  furnished 
with  Candles  in  place  of  Hurricane  Chimneys. 


No.  2360’/2 — 5  Light  25  W.  Lamps.  Keyless. 
Length  42",  Width  181/2".  All  Crystal  with  Clear 
Hurricane  Chimneys  Hand  Cut. 
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RADIANT 


No.  1979 — 1  Light  40  W.  Lamp.  Keyless.  Length 
6",  Width  5Zz".  Crystal  Bobeche. 


No.  2361  Vi — 5  Lt.  25  W.  Lamps.  Keyless.  Length 
42",  Width  21".  All  Crystal.  Clear  Cut  Chimneys. 


No.  2375 — 2  Light  25  W.  Lamps  Switch  Back- 
plate  4 V2"  diameter.  Length  13",  Width  12".  All 
Crystal, 


•  '  No.  2375Vi — 2  Light  25  W.  Lamps  Switch.  Back- 

No.  2328—1  Light  40  W.  Lamp.  Keyless.  Length  No.  2361— Same  as  No.  2361  Vz  except  furnished  plate  V/z"  diameter.  Length  13",  Width  12".  All 

5",  Width  7".  Crystal  Ceiling  Plate.  Candle.  Crystal  with  Clear  Hand  Cut  Chimneys. 

Fine  Polished  Crystal. 

Finish  on  Metal  Parts — Chrome. 


PAGE  9— 


SPARKLE 


No.  2319 — 1  Light  40  W.  Lamp.  Switch  Control. 
Backplote  5 Vi"  diameter.  Extension  6/2".  Frosted 
Chimney  with  Clear  Cutting. 

Finish — Chrome  or  Colonial  Brass. 


No.  2321 — 5  Light  40  W.  Lamps.  Keyless  Length 
42",  Width  20".  Clear  Crystal  Body  and  Trim. 
Frosted  Hand  Cut  Chimneys. 

Finishes — Colonial  Brass  or  Chrome. 

No.  2363 — 5  Light  25  W  Lamps.  Keyless.  Length 
42",  Width  21".  Lustrous  Crystal. 


No.  2363Vi — Same  as  No.  2363  except  furnished 
with  Clear  Hand  Cut  Chimneys  as  shown  on  No. 
2360 '/a  Page  8. 

Finish  on  Metal  Parts-^Chrome. 


Finish — Chrome. 


HARMONY 


No.  2323 Yi — 5  Light  25  W.  Lamps.  Keyless. 
Length  42",  Width  18".  Clear  Crystal  Body  and 
Trim.  Hand  Cut  Shade  Clear  Top  and  Bottom  with 
Frosted  Center. 

No.  2323 — Candle  Fixture  with  Same  specifications 
as  No.  2323  Yz. 


No.  2324 — 3  Light  25  W.  Lamps.  Keyless.  Length 
36",  Width  15'A".  Clear  Crystal  Body  and  Trim. 


No.  2324'/2 — Same  as  No.  2324  but  furnished 
with  Chimneys  as  shown  on  Fixture  No.  2323 'A. 


No.  2327 — 1  Light  25  W  Lamp.  Switch  Control. 
Backplate  4 Yi"  diameter.  Extension  7".  Crystal 
Bobeche  and  Cup. 

No.  2327V2 — Same  as  No  2327  but  with  Chimney 
as  shown  on  No  2323Vz. 


Finish  on  Metal  Parts — Girome  or  Colonial  Brass. 


RADIANT 


No.  1980 — 5  Light  25  W.  Lamps  Keyless.  Length 
42",  Width  21".  Polished  Crystal  Body,  Cups, 
Bobeches  and  Chain. 

Finish  on  Metal  Parts — Chromium. 
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No.  1988 — 2  Light  25  W.  Lamps.  Switch.  Back 
Plate  4 Vi"  diameter.  Width  13".  Polished  Crystal 
Back  Plate,  Cups  and  Bobeches. 

Finish — Chromium. 

No.  1981 — 1  Light  Bracket  to  Match  No.  1988. 

No.  2326 — 2  Light  Candle  Bracket.  Same  descrip¬ 
tion  as  No.  23261/2. 


No.  232614 — 2  Light  25  W.  Lamps.  Switch.  Back 
414"  diameter.  Length  11",  Width  12".  Crystal 
Body  and  Trim.  Hand  Cut  Chimney  Clear  with 
Frosted  Band  in  Center. 

Finish — Chromium  or  Colonial  Brass. 


CRYSTAL 


2182 


No.  198014 — 5  Light  40  W.  Lamps.  Keyless. 
Length  42",  Width  21".  Polished  Crystal  Body, 
Cups,  Bobeches  and  Chain.  Glass  Frosted  with 
Clear  Cutting. 

Finish — Chrome. 


No.  198814 — 2  Light  40  W.  Lamps.  Switch.  Back 
Plate  4!4"  diameter.  Width  13".  Polished  Crystal 
'Back  Plate,  Cups  and  Bobeches.  Frosted  Chimney, 
Clear  Cutting. 

Finish — Chrome. 

No.  198 1  Vi— 1  Light  Bracket.  Same  description 
as  No.  19881/2. 


No.  2182 — 2  Light  40  W.  Lamps.  Keyless.  Length 
8",  Width  13".  Glassware  Frosted  with  Clear  Cut 
Design. 

Finish — Colonial  Brass  or  Pewter  or  Chromium. 


NANTASKET 


J 


No.  2300 — 5  Lt.  Wired  3  Way  Switch  40  W. 
Lamps  Length  42",  Width  19 14".  Fitment  made 
with  Crystal  Trim:  Ivory  Glass  Globes. 


No.  2368 — 3  Lt.  Wired  Keyless  40  W.  Lamps. 
Length  36",  Width  1314".  Fitment  Crystal.  Glass 
Trim:  Ivory  Globes. 

Finish — Colonial  Brass  and  Pewter. 


No.  2369 — 1  Lt.  Wired  Keyless  40  W.  Lamp. 
Length  13",  Width  714".  Fitment  with  Crystal 
Trim:  Ivory  Glass  Globe. 


:L 
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No.  2241 — 4  Light  15  W.  Lamps.  Keyless.  Length 
36",  Width  83/4"  Body  Length  18". 

Finish — Colonial  Brass. 


No.  2301 — 4  Lt.  Wired  3  Way  Switch  40  W. 
Lamps.  Length  48",  Width  I6/2".  Fixture  with 
Crystal  Trim:  Ivory  Glass  Globes. 


No.  2384 — 1  Lt.  Wired  Switch  40  W.  Lamp  Back- 
plate  4/2"  x  4'A".  Extension  6V2".  Bracket  made 
with  Crystal  Trim:  Ivory  Globe 


Finish — Colonial  Brass  and  "j^ter. 


Finish — Colonial  Brass  and  Pewter. 


WESTMINSTER 


No.  2084 — 1  Light  40  W  Lamp  Keyless.  Length  No.  2085—5  Light  40  W.  Lamps.  3  Way  Switch.  No.  2086—1  Light  40  W.  Lamp.  Pin  Switch.  Back 
12",  Width  7".  ’  Length  42",  Width  20".  4 '/2"  x  8".  Length  9 %". 

Glassware — Mellowtone.  Finishes — Federal  Bronze  or  Pewter  Gold. 
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HERALD 


No.  842 — 3  Light  60  W.  Lamps.  Keyless.  Length 
7",  Width  12'/2".  Cast  Brass  Band  with  Crystal 
Rosettes.  10"  Mellowtone  Dish.  Finish — Gold. 

No.  8^9 — 5  Light  60  W.  Lamps.  Keyless.  Length 
10",  Width  17".  Cast  Brass  Band  with  Crystal 
Rosettes.  14"  Mellowtone  Dish.  Finish — Gold. 

No.  850 — 3  Light  60  W.  Lamps  Keyless.  Length 
9",  Width  15".  Cast  Brass  Band  with  Crystal 
Rosettes.  12"  Mellowtone  Dish.  Finish — Gold. 


No.  2144 — 4  Light  60  W.  Lamps.  Keyless  Length 
10",  Width  .7".  Cast  Gallery,  Rosette  Studded. 
Glassware,  Mellowtone. 

Finishes — Pewter  and  Gold  or  Gold. 

No.  2157 — 3  Light  60  W.  Lamps.  Keyless  Length 
10",  Width  Wh".  Cast  Band,  Crystal  Trim.  Glass¬ 
ware  Mellowtone. 

Finishes — Pewter  and  Gold  or  Gold. 


No.  2209 — 3  Light  40  W.  Lamps.  Keyless  Length 
12",  Width  13".  Glassware  Frosted  with  Clear  Cut¬ 
ting. 

Finishes — Pewter  and  Gold  or  CoLpnial  Brass. 

No.  2377 — 3  Light  40  W.  Lamps  Keyless  Length 
43/4",  Width  1 3  Zz" .  Frosted  Glass  Dish  Hand  Cut. 

Finish — Colonial  Brass. 

No.  2379 — 2  Light  40  W  Lamps  Keyless  Length 
4".  Width  10".  Frosted  Glass  Dish  Hand  Cut. 

Finish — Colonial  Brass. 
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COLONIAL 


No.  2069 — 5  Light  40  W.  Lamps.  3  Way  Switch. 
Length  42".  Width  18".  Satin  Frosted  Chimneys 
with  Clear  Cutting  Plastic  Colonial  Prisms. 

Finishes — Colonial  Brass  or  Pewter. 

No.  2071 — 1  Light  40  W.  Lamp  Switch,  Back 
4x8  Frosted  Chimney — Hand  Cut.  Plastic  Colonial 
Prisms  Finishes — Colonial  Brass  or  Pewter. 

No.  10083 — 3  Light  40  W  Lamp  Keyless.  Length 
5/2".  Width  15".  12"  Frosted  Dish  with  Clear 

Cutting  Finishes — Colonial  Brass  or  Pewter. 

No.  10087 — 2  Light  40  W.  Lamp,  Keyless  Length 
51/2".  Width  1 1  Vz".  10"  Frosted  and  Cut  Dish. 

Finishes:  Colonial  Brass  or  Pewter. 


4o.  13011 — 1  Light  25  W.  Lamp.  Switch.  Back 
4"x7'/2". 

Finishes — Colonial  Brass,  Pewter,  Antique  Brass. 

No.  S-13021 — 1  Light  40  W  Lamp  Switch  Back 
5Vi"  Diameter.  Frosted  Glass  Chimney  with  Cut 
Design. 

Finishes:  Colonial  Brass,  Pewter,  Antique  Brass. 

No.  13021 — Same  as  No.  S-13021  but  Made  for 
Candle. 


No.  S- 13028 — 2  Light  40  W.  Lamps.  Switch.  Back 
5 Vi"  Diameter.  Width  8 V2".  Crystal  Frosted 
Chimneys  with  Cut  Design. 

Finishes:  Colonial  Brass,  Pewter,  Antique  Brass. 

No.  13028 — Same  as  No  S- 13028  but  Made  for 
Candle. 

No.  G- 14041 — 1  Light  40  W.  Lamp.  Switch.  Back 
3’/4"x6".  Frosted  and  Cut  Shade. 

Finishes — Colonial  Brass,  Pewter,  Antique  Br«ss. 

No.  14041 — Same  as  No.  G-14041  but  Made  for 
Candle. 


COLONIAL 


No.  999 — 1  Light  40  W.  Lcmp.  Keyless.  Length 
5".  Width  9". 

Finishes — Ivory  and  Gold  or  Black  and 
Gold  or  Black  and  Chrome. 

No.  2065 — 5  Light  40  W.  Lamps.  3  Way  Switch. 
Length  42".  Width  18".  Frosted  Chimneys  with 
Clear  Cutting. 

Finishes:  Colonial  Brass  or  Pewter. 


No.  2066 — 3  Light  40  W.  Lamps.  Keyless.  Length 
36".  Width  13".  Frosted  Chimneys  with  Clear 
Cutting  Finishes:  Colonial  Brass  or  Pewter. 

No.  2067 — 1  Light  40  W.  Lamp.  Switch.  Back 
4"x8".  Frosted  and  Cut  Chimney. 

Finishes — Colonial  Brass  or  Pewter. 

No.  2068 — 1  Light  60  W  Lamp  Keyless  Length 
12".  Width  5".  Frosted  and  Cut  Cylinder. 

Finishes — Colonial  Brass  or  Pewter. 


No.  CH-2068 — No.  2068  on  Chain  Overall  Length 
36". 

No.  802--2  Light  40  W  Lamps  Keyless.  Length 
6".  Widtl  9'/2".  8"  Cut  Glass  Dish. 

Finishes — Colonial  Brass  or  Pewter  or 
Antique  Brass. 

No.  2195 — 1  Li jht  40  W  Lamp.  Keyless  Length 
5".  Width  5’/2".  Available  With  Pull  Chain  Num¬ 
ber  2195-P.  Finish — Chrome. 


. - . 
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GEORGIAN  COLONIAL 


No.  2111 — 1  Light  40  W.  Lamp  Switch.  Back 
4W'x9"  Frosted  Chimney — Clear  Cut. 

Finishes — Federal  Bronze  or  Colonial  Brass  or 

Pewter  and  Gold. 

No.  2112 — 5  Light  40  W.  Lamps.  Keyless  Length 
42".  Width  19'/2".  Frosted  Glass — Clear  Cut. 

Finishes — Colonial  Brass  or  Pewter  and  Gold  or 

Federal  Bronze. 

No.  2113 — 2  Light  40  W.  Lamps.  Switch.  Back 
43/4"x9"  Frosted  and  Cut  Chimneys. 

Finishes — Federal  Bronze  or  Colonial  Brass 
or  Pewter  and  Gold. 


No.  2317 — 1  Light  Wired  Keyless  40  W.  Lamp. 
Length  5V2",  Width  6". 

Finish — Colonial  Brass  or  Pewter. 


No.  13022 — 2  Light  40  W.  Lamps.  Keyless.  Length 
5".  Width  10". 

Finishes — Antique  Brass  or  Pewter  or 
Colonial  Brass. 


No.  13023 — 3  Light  40  W.  Lamps.  Keyless.  Length 
5".  Width  12". 

Finishes — Antique  Brass  or  Pewter  or 
Colonial  Brass. 


No.  13025 — 5  Light  40  W.  Lamps.  Keyless.  Length 
5".  Width  14". 

Finishes — Antique  Brass  or  Pewter  or 
Colonial  Brass. 


No.  2107 — 1  Light  40  W.  Lamp.  Keyless.  Length 
5".  Width  5J6". 

Finishes — Colonial  Brass  or  Chrome. 


TARA 


No.  445 — 2  Light  40  W.  Lamps.  Back  6"xl0". 
Width  1 0 Vi".  Wired  Pull  Sockets  Evalast  Mirror 
Back.  Crystal  Bobeches. 

Finishes — Gold  or  Silver. 

No.  597  —  2  Light  25  W.  Lamps.  Wired  Pull 
Sockets.  Back  4"xl6".  Width  9". 


No.  599 — 2  Light  25  W.  Lamps.  Switch.  Back 
4"xl2".  Width  9".  Evalast  Mirror  Back.  Cut  Glass 
Bobeches 

Finishes — Gold  or  Silver. 


No.  2106 — 2  Light  40  W.  Lamps.  Switch  Back 
4'/2"x8",  Width  9".  Frosted  Shades — Hand  Cut. 

Finishes — Pewter  and  Gold  or  Federal  Bronze. 

No.  13079—2  Light  15  W.  Lamps.  Wired  Pull 
Sockets.  Back  4"xl5".  Width  10". 


Finishes — Gold  or  Silver. 


Finishes — Gold  or  Silver. 


EMPIRE 


No.  880 — 5  Light  60  W.  Lamps.  Keyless.  Length 
42".  Width  20".  Crystal  Ball  and  Rosette  Trim. 


No.  883 — 3  Light  60  W.  Lamps.  Keyless.  Length 
36".  Width  15".  Crystal  Ball  and  Rosette  Trim. 


No.  887 — 1  Light  60  W.  Lamp.  Keyless.  Length 
13".  Width  7". 


No.  881  —  1  Light  60  W.  Lamp.  Switch.  Back 
4 V2"  Diameter. 


No.  884 — No.  883  Made  as  Ceiling  Type.  Length 
1314".  Width  15". 


No.  2090 — 2  Light  40  W.  Lamps.  Keyless.  Length 
7".  Width  12". 


Glassware — Mellowtone.  Finishes — Federal  Bronze  or  Pewter  and  Gold  or  Empire  White  and  Gold. 
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No.  870 — 5  Light  60  W.  Lamps.  3  Way  Switch. 
Length  42".  Width  20". 

No.  871  —  1  Light  60  W.  Lamp.  Switch.  Back 
4  Vz"  Diameter. 


No.  874—3  Light  60  W.  Lamps.  Keyless.  Length 
12".  Width  15". 


No.  875 — 7  Light  60  W.  Lamps  3  Way  Switch 
Length  42".  Width  21". 

No.  877 — 1  Light  60  W.  Lamp.  Keyless.  Length 
13"  Width  9". 


Glassware — Mellowtone.  Finishes — Federal  Bronze  or  Colonial  Brass. 


GEORGIAN  COLONIAL 


No.  13051 — 1  Light.  Switch  Control.  Back  1  l"x4".  No.  13058 — 2  Light.  Switch  Control.  Back  1 1  "x4".  No.  13060 — 5  Light.  Keyless.  Length  42".  Width 
Extension  6'/2".  Width  10".  20". 


Finishes — Antique  Brass  or  Pewter  or  Colonial  Brass 


CHARMLITES 


l>rr*  rr. 


w  1 

No.  2080 — 1  Light  75  W.  Lamp.  Keyless.  Length 

11".  Width  12'/2"  Mellowtone  Glass. 

Finishes — Ivory  and  Gold,  or  Federal  Bronze 

or  Pewter  and  Gold. 

No.  2177 — 3  Light  40  W.  Lamps.  Keyless.  Length 

10".  Width  13".  Ivory  Ceria  Glass  Bowl.  Crystal 

Rosette  Trim. 

Finishes — Pewter  and  Gold  or  Gold. 

or  Ivory  and  Gold. 


No.  2208 — 3  Light  40  W.  Lamps.  Keyless.  Length 
6"  Width  14".  Mellowtone  Glass. 

Finishes — Colonial  Brass  or  Federal  Bronze. 

No.  2501 — 1  Light  75  W.  Lamp.  Keyless.  Length 
1 1".  Width  7!4"  Colorful  Floral  Design  on  Ribbed 
Opal  Glass. 

Finish — Ivory  and  Gold. 


No.  2502 — 1  Light  75  W.  Lamp.  Keyless.  Length 
11".  Width  714".  Embossed  Floral  Pattern  on 
Enamelled  and  Clear  Glass. 

Finish — Ivory  and  Gold. 

No.  2506 — 2  Light  60  W.  Lamps.  Keyless  Length 
6Vz”.  Width  12!4".  Cream  Toned  Bowl. 

Finishes — 


FIRST  IMPRESSION 


2497 


2498  2212 


No.  2176 — 3  Light  15  W.  Lamps.  Keyless.  Length 
14".  Width  9".  Clear  Panels. 

Finishes — Colonial  Brass  or  Pewter. 

No.  2212 — 3  Light  15  W.  Lamps.  Keyless.  Length 
36".  Lantern  1016"x816".  Crystal  Clear  Glass¬ 
ware. 

Finishes — Colonial  Brass  or  Pewter. 


No.  CL-2212  —  3  Light  15  W.  Lamps.  Keyless. 
Length  14".  Width  8V2".  Crystal  Clear^Slass. 

Finishes — Colonial  Brass  or  Pewter. 

No.  2189 — 1  Light  25  W.  Lamp.  Keyless.  Length 
12".  Width  9".  Crystal  Clear  Glass. 

Finishes — Colonial  Brass  and  Federal  Bronze. 


No.  2497 — 2  Light  15  W.  Lamps.  Keyless.  Length 
1 03A".  Width  5W.  Polished  Shaped  Cylinder 
Hand  Cut.  Finish — Colonial  Brass. 

No.  2498 — 4  Light  15  W.  Lamps.  Keyless.  Length 
36".  Width  7%".  Polished  Shaped  Cylinder  — 
Hand  Cut. 


Finish — Colonial  Brass. 


1151 


No.  1150 — 1  Light  40  W.  Lamp.  Keyless.  Length 
14".  Width  6Vz".  Crystal  Clear  Shaped  Cylinder. 

Finishes — Colonial  Brass  or  Antique  Brass 
or  Stained  English. 

No.  1151 — 1  Light  40  W  Lamp  Keyless.  Length 
36".  Width  6'/2".  Crystal  Clear  Shaped  Cylinder. 

Finishes — Colonial  Brass  or  Antique  Brass 
or  Stained  English. 


No.  2213 — 3  Light  15  W.  Lamps.  Keyless.  Length 
36".  Width  8I/2".  Crystal  Glassware. 

Finishes — Colonial  Brass  or  Pewter. 


No.  CL-2213  —  3  Light  15  W.  Lamps.  Keyless. 
Length  18".  Width  8'/2".  Crystal  Glass. 

Finishes — Colonial  Brass  or  Pewter. 


No.  2396 — 3  Light  15  W.  Lamps  Keyless  Length 
103/4".  Width  1V2".  Crystal  Glass. 

Finishes — Colonial  Brass  or  Pewter. 


No.  10045 — 3  Light  40  W.  Lamps  Keyless.  Length 
36".  Width  9'/2".  Body  Size  15"  x  9'/2".  Crystal 
Glass. 

Finish — Colonial  Brass. 


FIRST 


IMPRESSION 


CL-2213 


2213  on  Chain 
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ENGLISH-COLONIAL 


No.  1122 — 2  Light  25  W.  Lamps.  Keyless.  Length 
36".  Width  8".  Crystal -Shaped  Cylinder. 

Finishes — Colonial  Brass  or  Stained  English. 

No.  1 126 — 3  Light  25  W.  Lamps.  Keyless.  Length 
36".  Width  9".  Clear  Hexagon  Glass. 

Finishes — Brass  or  Stained  English. 


No.  1138 — 1  Light  40  W.  Lamp.  Keyless.  Length 

14".  Width  SVz".  Crystal  Hexagon  Glass. 

Finishes — Colonial  Brass,  or  Stained  English 

or  Antique  Brass. 


No.  1139 — Same  as  Number  1138  But  Made  on 
Chain.  Overall  Length  36". 

No.  10044 — 3  Light  25  W.  Lamps.  Keyless.  Length 
36".  Width  9".  Clear  Panels. 

Finishes — Colonial  Brass  or  Stained  English. 


SAILOR 


No.  2099 — 1  Light  60  W.  Lamp.  Keyless.  Length 
816".  Width  916". 

No.  2100 — 1  Light  60  W.  Lamp.  Keyless.  Length 
5 Vi".  Width  12". 


No.  2101 — 1  Light  40  W.  Lamp.  Switch.  Back 
IVi"  Diameter.  Extension  6". 

No.  2102 — 2  Light  60  W.  Lamps  Keyless.  Length 
8".  Width  14". 


No.  2107 — 1  Light  40  W.  Lamp.  Keyless.  Length 
5".  Width  516". 

No.  2108—1  Light  40  W.  Keyless.  Length  5". 
Width  516". 


Glassware:  Enameled  Mellowtone  with  Clear  Lines. 
Finishes — Federal  Bronze  or  Pewter  and  Gold  or  Colonial  Brass. 


BEACON 


1166—8"  Glass 
1998— 10"  Glass 


1106 

1 107 — For  Ceiling 
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No.  1100 — 1  Light.  Back  4"  x  5Vi",  Extension 
10Vi".  Lantern  9"  Square.  Wired  Keyless.  Crystal 
Frosted  Glass. 

No.  1106 — 1  Light.  Back  4"  x  5Vi".  Extension 
10  Vi"  Lantern  7  Vi"  x  8".  Wired  Keyless.  Crystal 
Frosted  Glass. 

No.  1107 — Ceiling  Fixture  Length  10". 

No.  1108 — 1  Light.  Back  4"  x  5'/2".  Extension 
10  Vi". 


No.  1109 — Ceiling  Fixture  Length  12".  Lantern 
9"  Square. 

No.  1172 — Back  4"  x  5 Vi".  Extension  13  Vi". 

No.  1173 — Ceiling  Fixture  Length  14".  Lantern 
12"  Square  Clear  Crystal  Glass  Bottom  with 
Blue  Glass  Top. 

No.  1118 — 1  Light.  Lantern  11"  x  5".  Extension 
5".  Wired  Keyless.  Crystal  Clear  Glass. 

No.  1166—2  Light.  Length  5",  Width  11".  Wired 
Keyless. 


No.  1998 — 2  Lt.(  Width  13".  Crystal  Frosted  Glass. 

No.  1171 — 1  Light.  Back  4"  x  5 Vi".  Extension 
12 Vi".  Lantern  lOVi"  Square  with  25"  Arm 
Spread.  Wired  Keyless.  Crystal  Frosted  Glass. 

No.  1163 — 1  Light.  Back  4"  x  5 Vi".  Extension 
9 Vi".  Lantern  7"  x  10".  Wired  Keyless.  Crystal 
Frosted  Glass. 

No.  1164 — 1  Light.  Wired  Keyless.  Length  14". 
Width  7".  Crystal  Frosted  Glass. 


Made  of  Heavy  Gauge  Copper.  Finishes — Antique  Copper  or  Black. 


CHROME 


2038 -P 


2001 
2001 -M 


No.  2000 — 1  Light  Length  4".  Width  6 Vi"  Wired 
Keyless  Opal  Gloss  Pull  Chain  Number — 2000-P. 
No.  2000-M — Some  as  No  2000  But  with  Mellow- 
tone  Dish.  Wired  Keyless.  Pull  Chain  Number — 
No.  2001 — 1  Light  Length  4".  Width  6 Vi"  Wired 
Keyless  Opal  Glass.  Also  Available  Pull  Cham. 
No.  2001 -M — Same  as  No  2001  But  with  Mellow- 
tone  Dish  Wired  Keyless  Where  Pul!  Chain  Re¬ 
quired — Specify — P.  2001 -M. 

No.  C-2036— 1  Light.  Back  5"  x  314".  Extension 
7".  Oval  Shade  6  Vi"  Wide.  Wired  Pull  and  Con 
Outlets 

No.  2036— Wired  Pull  Switch.  Enamelled  Glass 
with  Clear  Lines. 

No.  2031 — 1  Light.  Length  4",  Width  6V4".  Wired 
Keyless  Enameled  Glass  with  Clear  Lines 

No.  2032 — 2  Ligl)f  Length  5",  Width  9 14".  Wired 
Keyless  Enamelled  Glass  with  Clear  Lines 


No.  2038-P — 1  Light.  Back  4 Vi"  Diameter.  Exten¬ 
sion  7".  Oval  Enamelled  and  Clear  Shade  6Vi" 
Wide  Wired  ■Pull.  Keyless  Number — 2038. 

No.  2041 — 1  Light — Lumilme  Back  13  Vi"  x  2 Vi" 
Extension  3  Vi".  4"  Round  Bock.  Wired  Pull 
Switch 

No.  K-2041  —  Wired  Keyless.  Enamelled  Glass 
Ribbed  Clear  Section. 

No.  2042 — I  Light — Lumiline  Back  13Vi"  x  2Vi". 
Extension  3 Vi".  Wired  Switch 
No.  K-2042  —  Wired  Keyless  Enamelled  Glass 
Ribbed  Clear  Section 

No.  2129—2  Light.  Back  5 Vi"  x  4",  Width  II". 
Wired  Switch. 

Finish  Chromium 


No.  C-2129 — Wired  Switch  and  Con  Outlet.  Opal 
Glassware 

No.  2245  —  1  Light  —  Lumiline.  Switch.  Length 
15'/i",  Width  2V4".  Glass  Frosted  with  Clear 
Lines. 

No.  218 — 1  Light  Lumiline  for  12"  Bulb.  Wired 
Switch.  Length  13 Vi".  Width  2 Vi"  Adiustable 
Reflector  Keyless  Number  218-K.  With  Conven¬ 
ience  Outlet  No.  218-C, 

No.  219 — 1  Light  Lumline  for  18"  Bulb  Wired 
Switch  Length  !9Vi".  Width  2 Vi"  Adiustable 
Reflector  Keyless  Number — 219-K.  With  Con¬ 
venience  Outlet — Number  219-C. 

No.  2033 — I  Light  Back  5"  x  3V4"  Extension 
4 Vi".  Wired  Switch. 

No.  C-2033 — Switch  and  Con  Outlet  Enamelled 
Gloss  with  Clear  Lines. 


IMPORTANT  INFORMATION 


EQUIPMENT 

All  Radiant  fixtures  are  supplied  wired  complete 
and  ready  for  installation  except  for  fixtures  as 
are  made  with  delicate  tubing  arms.  Such  fixtures 
are  shipped  "arms  wired"  to  assure  safe  arrival. 

APPROVAL 

Radiant  fixtures  are  available  with  National 
Board  of  Fire  Underwriters  labels.  Expert  fitters 
utilize  every  factor  necessary  to  assure  a  safe 
product. 

SPECIAL  FINISHES 

Specified  finishes  are  chosen  after  long  and  care¬ 
ful  experimentation.  The  ones  selected  are  the 
best  and  most  authentic  for  the  particular  design. 
Since  all  fixtures  are  put  through  in  quantities, 
ordering  a  special  finish  means  great  delay  and 
a  substantial  increase  in  manufacturing  cost.  A 
minimum  charge  of  10%  above  the  regular  price 
of  the  fixture  will  be  added  to  the  invoice  where 
a  special  finish  is  indicated.  Where  the  minimum 
charge  is  insufficient  to  cover  the  additional  man¬ 
ufacturing  expense,  we  will  write  you  before  en¬ 
tering  the  order. 

DIMENSIONS 

So  that  you  may  be  able  to  visualize  the  dimen¬ 
sions  of  all  Radiant  equipment,  we  have  indicated 
the  length  and  the  width  of  each  fixture. 
"Length"  is  the  distance  between  the  top  of  the 
canopy  and  the  bottom  point  of  the  fixture.  Ade¬ 
quate  chain  is  furnished  with  each  suspended  fix¬ 
ture  to  permit  adjustments  to  any  desired  posi¬ 
tion.  "Width"  is  the  horizontal  distance  between 
the  outermost  point  of  each  fixture.  Lamp  wat- 
tages  indicated  in  the  copy  are  merely  sugges¬ 
tions.  It  is  possible  that  the  particular  surround¬ 
ings  in  which  the  fixture  is  used  may  require 
different  wattages.  Mazda  lamps  are  not  included 
in  the  price  of  Radiant  equipment. 

PACKING 

All  equipment  is  expertly  packed  in  specially  de¬ 
signed  and  fitted  corrugated  cartons  intended  to 
assure  safe  transportation  and  convenience  in 
handling. 


SHIPPING  INSTRUCTIONS 

We  will  follow  specific  instructions  as  to  shipping, 
wherever  such  instructions  are  indicated  on  your 
order.  In  the  absence  of  such  instruction  our 
shipping  department  will  exercise  its  best  judg¬ 
ment  in  forwarding  merchandise  by  freight,  motor 
truck,  express,  or  parcel  post. 

ACKNOWLEDGMENTS 

Every  effort  is  made  to  assure  prompt  delivery  of 
equipment  ordered.  Acknowledgments,  however, 
are  sent  only  on  request  or  when  an  unusual  de¬ 
lay  is  expected. 

CLAIMS 

Every  transportation  company  receives  and  re¬ 
ceipts  Radiant  merchandise  as  being  "in  good 
condition  when  received."  Thereafter,  the  carrier 
is  an  insurer  for  any  loss  or  damage  occured.  The 
freight  or  carrying  charge  includes  insurance  to 
cover  the  contingency  of  loss  or  damage.  Should 
your  shipment  arrive  damaged  or  incomplete,  or 
should  you  find  loss  or  damage  inside  the  package, 
known  as  concealed  breakage  or  damage,  notify 
the  transportation  company  immediately.  You 
will  receive  a  statement  of  the  damage  or  loss  and 
every  other  assistance  in  filing  claim  for  reim¬ 
bursement.  We  will  cooperate  and  lend  every 
assistance,  although  we  are  sure  you  will  appre¬ 
ciate  that  we  are  not  responsible  for  the  loss  or 
damage  sustained. 

RETURNS 

We  are  anxious  in  every  instance  to  know  the  rea¬ 
son  for  return  of  merchandise.  Please  do  not 
return  fixtures  before  you  have  received  our  writ¬ 
ten  authorization  for  such  return.  We  will  not 
accept  merchandise  returned  without  such  written 
authorization. 

GUARANTEE 

Expert  craftsmanship  and  attention  to  detail  are 
apparent  in  every  Radiant  product.  More  than 
two  decades  of  unceasing  efforts  and  vigilance 
have  gone  into  the  building  of  a  reputation  for 
quality  merchandise.  Radiant  fully  intends  to 
keep  such  reputation  intact. 
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1172 

30 

33.00 

2106 

.  21 

15.45 

2337 

2 

56.25 

13060* 

...  24  ... 

47.85 

1173 

..30 

30.75 

2107  20,29 

2.40 

2338 

2 

31.50 

13079 

21 

26.25 

1979 

....  9 

8.70 

2108 

29.. 

Z.85 

2340 

2 

28.50 

14041 

18 

5.25 

1980* 

12 

59.85 

2111 

20 

9.00 

2341 

4 

27.90 

G-14041 

18 

6.60 

19801/2* 

13 

70.95 

2112 

20 

36.75 

2342 

3 

22.50 

1981 

12 

14.25 

2113 

...20 

12.60 

2344 

3 

17.85 

^ [lumbers 

followed  by  asterisk  fo'J 

indicate  fixtures 

furnished  arms  wired. 
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